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Message Text 

UNCLASSIFIED 
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ACTION EUR- 1 2 

INFO OCT-OI ISO-00 EB-08 /021 W 

027956 I70723Z/I5 

R 16I403Z JAN 78 
FM AMCONSUL ZAGREB 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 4960 
AMEMBASSY BELGRADE 

UNCLAS ZAGREB 025 

E.O. 11652: N/A 
TAGS: BTIO, YO 

SUBJECT: EOREIGN GOVERNMENT TENDER - ELECTRIC COMMUNICATION 
EQUIPMENT FOR IZOLA HOSPITAL IN YUGOSLAVIA. 

TO: VIRGINIA YORIO FOR J.S. WALKER 
GENERAL ELECTRIC COMPANY 
570 LEXINGTON AVENUE 
NEW YORK, N.Y. 10022 

TELEX: RCA 234698 

SUMMARY: KOVINOTEHNA OF CELJE, YUGOSLAVIA. A LARGE IMPORTER, 

IS SEEKING BIDS FOR ELECTRICAL COMMUNICATION EQUIPMENT FOR THE 
NEW HOSPITAL IN IZOLA, SLOVENIAN LITTORAL COAST. THE VALUE OF 
EQUIPMENT ESTIMATED AT OVER 100,000 DOLLARS. END SUMMARY. 

1. 479/02/T0003 

2.011378 

3. RABRADTKE 

4. 479 YUGOSLAV H 

UNCLASSIFIED 
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5. Y-IMPORTER 

6. A REPLY TO- 
6.B JOZE VAHCIC 
6.C KOVINOTEHNA 

MARIBORSKA 7, 

63000 CELJE, YUGOSLAVIA 
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7. SI. LIST SPRY NO. 61 

8. 033078 

9. 204 9.A FOREIGN COMMERCIAL TENDER 

10. DESCRIPTION: 

3662311/0000 INTERCOM SYSTEM CONSISTING OF 200 UNITS CAPABLE OF 
BEING INCREASED TO 500 UNITS 

3662342/0000 BEDSIDE SIGNALING EQUIPMENT FOR CALLING NURSE EOR 
320 BEDS IN 8 DEPARTMENTS WITH POSSIBILITY OP EXPANDING THE 
SYSTEM TO 620 BEDS IN 16 DEPARTMENTS. 

3661200/0000 WIRELESS PAGING DEVICE WITH CODER FOR 380 CALLS; 
FREQUENCY 40680 HMZ. 

3662147/0000 PNEUMATIC MESSAGE DELIVERY SYSTEM WITH 20 STATIONS. 
3651551/0000 DEVICE EOR CALLING PATIENTS PROM WAITING ROOMS. 
3662310/0000 TIMING SWITCHBOARD EOR CONNECTION TO 24V WITH 3 LINE 
MODULES, 1 SIGNALING PROGRAMMED MEASURING AND ALARMING MODULE. 
3829000/0000 DEVICE EOR CENTRAL CONTROL OP ENERGY AND OTHER 
EQUIPMENT IN THE BUILDING. 

3613000/0000 PROTECTIVE ELECTRIC CURRENT SWITCHES 30MS 30 MA, 

25A, 40A AND 63A. 

3613000/0000 REMOTE IMPULSE SWITCHES lOA AND 16A. 

3613000/0000 AUTOMATIC TWO POLE AND THREE POLE CIRCUIT BREAKERS. 
UNCLASSIFIED 

UNCLASSIFIED 
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3644000/0000 CONTROL INSULATIONS. 

BID SHOULD ALSO INCLUDE TERMS FOR CASH PAYMENT - PIXED PRICE 
CREDIT TERMS, CLAUSE ON POREIGN EXCHANGE RATE, THE PERIOD OP BID 
VALIDITY AND TECHNICAL DATA. IN ADDITION, REQUIRED ARE PROSPECTUS, 
GUARANTEED SERVICING, GUARANTEES, THE MEANS OF SECURING THE 
SUPPLY OF SPARE PARTS FOR PERIOD OP 10 YEARS AND DELIVERY DEADLINE. 

1 1 . TECHNICAL EXPLANATIONS ON INDIVIDUAL EQUIPMENT ARE AVAILABLE 
BY PHONE OR CABLE AT THE ADDRESS: 

ENG. CIRIL PETERLIN 
LEASE ENGINEERING 
BEETHOVNOVA 11, 

61000 LJUBLJANA, YUGOSLAVIA. 

TELEX: YU 31-559 
PHONE: 061 23-250 

AMERICAN CONSULATE GENERAL 
ZAGREB, YUGOSLAVIA. 

KAISER 
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